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Julian  IP-19.  MARTIN  VAN  BUREN  INDIAN  PEACE  MEDAL.  51  mm. 

Silver.  Extremely  fine.  Holed  with  original  ring  for 
suspension. 

Julian  IP-21.  JOHN  TYLER  INDIAN  PEACE  MEDAL.  76  mm.  Silver. 
Almost  uncirculated.  Holed  with  original  ring. 

Julian  IP-27.  ZACHARY  TAYLOR  INDIAN  PEACE  MEDAL.  76  mm. 

Silver.  Extremely  fine.  Holed  with  original  ring. 

Same,  but  a  twentieth  century  striking  in  bronze, 

Julian  IP-30.  MILLARD  FILLMORE  INDIAN  PEACE  MEDAL,  76  mm. 

Silver.  Extremely  fine.  Holed. 

Same,  but  a  twentieth  century  striking  in  bronze. 

Julian  IP-31.  MILLARD  FILLMORE  INDIAN  PEACE  MEDAL,  62  mm. 
Extremely  fine.  Holed  with  original  ring. 

Julian  IP-33.  FRANKLIN  PIERCE  INDIAN  PEACE  MEDAL.  76  mm. 

Silver.  Extremely  fine  with  a  small  edge  dent.  Holed  with 
original  ring. 

Julian  IP-35.  JAMES  BUCHANAN  INDIAN  PEACE  MEDAL,  62  mm. 

Silver.  Very  good  with  numerous  scratches  and  edge  dents. 

Holed  with  original  clasp. 

Julian  IP-36.  JAMES  BUCHANAN  INDIAN  PEACE  MEDAL.  76  mm. 

Twentieth  century  bronze  striking. 

Julian  IP-42.  ULYSSES  S.  GRANT  INDIAN  PEACE  MEDAL.  62  mm. 

Silver.  Uncirculated  with  proof-like  surfaces. 

Same,  but  silver  plated  bronze  striking. 

Julian  IP-43.  RUTHERFORD  B.  HAYES  INDIAN  PEACE  MEDAL.  60  x  76  mm. 
Silver.  Extremely  fine.  Holed  with  ring  for  suspension.  The 
reverse  of  this  medal  is  from  a  non-contemporary  substitute  die 
similar  to  the  original  but  without  the  date  "1877". 

Julian  IP-45.  CHESTER  ARTHUR  INDIAN  PEACE  MEDAL.  60  x  76  mm. 
Twentieth  century  bronze  striking. 

Julian  IP-49.  GEORGE  II  INDIAN  PEACE  MEDAL.  44  mm.  Silvered 
bronze. 

Same,  but  bronze.  Also  a  twentieth  century  striking. 

Same,  but  a  bronze  striking  from  the  badly  broken  original  dies. 
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Prucha  // 34.  GEORGE  WASHINGTON  OVAL  INDIAN  PEACE  MEDAL,  1792. 
Silver.  Extremely  fine.  Hand  engraved.  The  suspension  loop 
at  the  top  of  the  rim  is  missing.  Consequently,  the  rim  has 
separated  from  the  medallion.  The  obverse  features  an  Indian 
and  George  Washington  standing  facing  each  other.  The  Indian 
is  holding  a  peacepipe.  A  plowing  scene  is  in  the  background. 

In  exergue,  GEORGE  WASHINGTON /PRESIDENT  1792.  Reverse,  A 
glory  of  stars  above  a  displayed  eagle  with  a  U.S.  Shield  on 
its  breast.  No  inscription. 

Prucha  #64 .  IMITATION  GEORGE  WASHINGTON  PEACE  MEDAL.  64  mm. 
White  metal.  Almost  uncirculated.  An  unofficial  medal 
distributed  widely  among  the  Indians  in  the  late  nineteenth 
century. 

Julian  IP-3.  THOMAS  JEFFERSON  INDIAN  PEACE  MEDAL.  76  mm. 

Struck  solid  silver.  Holed  extremely  fine.  Probably  struck 
in  1873. 

Same,  but  a  twentieth  century  striking  in  bronze. 

Julian  IP-4.  THOMAS  JEFFERSON  INDIAN  PEACE  MEDAL.  51  mm. 
Silver.  Extremely  fine.  Two  silver  shells  joined  together. 
Holed  with  ring  for  suspension. 

Same,  but  an  electrotype  copy. 

JOHN  ADAMS  INDIAN  PEACE  MEDAL.  76  mm.  Twentieth  century 
strike  in  bronze. 

Julian  IP-1.  JOHN  ADAMS  INDIAN  PEACE  MEDAL.  51  mm.  Silver. 
Holed  extremely  fine.  A  non-contemporary  striking  as  the 
medal  in  this  size  was  not  struck  until  1878.  Still  extremely 
rare.  Probably  Sentier  Sale  (1933). 

Julian  IP-6.  JAMES  MADISON  INDIAN  PEACE  MEDAL.  62  mm.  Silver. 
Very  fine  -  extremely  fine  with  a  minor  rim  dent.  Holed  with 
original  ring. 

Julian  IP-14.  ANDREW  JACKSON  INDIAN  PEACE  MEDAL.  76  mm. 

Silver.  Holed  extremely  fine. 

Julian  IP-16.  ANDREW  JACKSON  INDIAN  PEACE  MEDAL.  51  mm. 

Silver.  Holed  extremely  fine. 

Same,  but  an  electrotype  copy. 

Julian  IP-17.  MARTIN  VAN  BUREN  INDIAN  PEACE  MEDAL.  76  mm. 
Bronze.  Twentieth  century  striking. 
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Julian  IP-19.  MARTIN  VAN  BUREN  INDIAN  PEACE  MEDAL.  51  mm. 
Silver.  Extremely  fine.  Holed  with  original  ring  for 
suspension. 

Julian  IP-21.  JOHN  TYLER  INDIAN  PEACE  MEDAL.  76  mm.  Silver. 
Almost  uncirculated.  Holed  with  original  ring. 

Julian  IP-27.  ZACHARY  TAYLOR  INDIAN  PEACE  MEDAL.  76  mm. 
Silver.  Extremely  fine.  Holed  with  original  ring. 

Same,  but  a  twentieth  century  striking  in  bronze. 

Julian  IP-30.  MILLARD  FILLMORE  INDIAN  PEACE  MEDAL.  76  mm. 
Silver.  Extremely  fine.  Holed. 

Same,  but  a  twentieth  century  striking  in  bronze. 

Julian  IP-31.  MILLARD  FILLMORE  INDIAN  PEACE  MEDAL.  62  mm. 
Extremely  fine.  Holed  with  original  ring. 

Julian  IP-33.  FRANKLIN  PIERCE  INDIAN  PEACE  MEDAL.  76  mm. 
Silver.  Extremely  fine  with  a  small  edge  dent.  Holed  with 
original  ring. 

Julian  IP-35.  JAMES  BUCHANAN  INDIAN  PEACE  MEDAL,  62  mm. 
Silver.  Very  good  with  numerous  scratches  and  edge  dents. 

Holed  with  original  clasp. 

Julian  IP-36.  JAMES  BUCHANAN  INDIAN  PEACE  MEDAL.  76  mm. 
Twentieth  century  bronze  striking. 

Julian  IP-42.  ULYSSES  S.  GRANT  INDIAN  PEACE  MEDAL.  62  mm. 
Silver.  Uncirculated  with  proof-like  surfaces. 

Same,  but  silver  plated  bronze  striking. 

Julian  IP-43.  RUTHERFORD  B.  HAYES  INDIAN  PEACE  MEDAL.  60  x  76 
Silver.  Extremely  fine.  Holed  with  ring  for  suspension.  The 
reverse  of  this  medal  is  from  a  non-contemporary  substitute  die 
similar  to  the  original  but  without  the  date  "1877". 

Julian  IP-45.  CHESTER  ARTHUR  INDIAN  PEACE  MEDAL.  60  x  76  mm. 
Twentieth  century  bronze  striking. 

Julian  IP-49.  GEORGE  II  INDIAN  PEACE  MEDAL.  44  mm.  Silvered 
bronze . 

Same,  but  bronze.  Also  a  twentieth  century  striking. 

Same,  but  a  bronze  striking  from  the  badly  broken  original  dies 
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Same,  but  silver.  Almost  uncirculated.  Holed.  The  plain  edge 
indicates  that  this  is  a  circa  1800  restrike  from  original  dies 
by  J.  Richardson,  Jr. 

Jamieson  Fig.  #14.  GEORGE  III  INDIAN  PEACE  MEDAL.  3”.  Composed 
of  two  struck  silver  shells  joined  by  a  rim.  Very  fine.  Holed. 

Same,  but  struck  in  solid  silver.  Very  good.  Holed  at  the  top 
for  suspension.  The  hole  has  broken  through  the  rim. 

Jamieson  Fig.  #24.  GEORGE  III  INDIAN  PEACE  MEDAL.  3".  Extremely 
fine  with  original  ring. 

Jamieson  Fig.  #25.  GEORGE  III  INDIAN  PEACE  MEDAL.  2-3/8". 

Silver.  Extremely  fine.  Holed  with  original  clasp. 

Julian  PR-7 .  WILLIAM  HENRY  HARRISON  MINT  MEDAL  -  PRESIDENTIAL 
SERIES.  76  mm.  Silver.  Holed  extremely  fine.  Extremely  rare 
in  silver  -  perhaps  the  only  one  known. 

Same,  but  a  twentieth  century  strike  in  bronze. 

Baker  164.  GEORGE  WASHINGTON  VICTOR  SINE  CLAD  MEDALLION.  Tin. 
Almost  good.  Holed  with  ornamental  clasp. 

Betts  416.  BRITISH-AMERICAN  VICTORIES  COLONIAL  MEDALLION. 

Bronze.  Extremely  fine.  Holed. 

Proclamation  medal  of  CHARLES  IV  AND  ALOISIA,  1796.  Silver. 

Holed  very  fine. 

Betts  615.  LIBERTAS  AMERICANA  MEDALLION.  Silver.  Very  fine/ 
Extremely  fine.  Holed  at  bottom. 

Silver  medallion  of  Louis  XVI.  Very  fine.  Holed. 
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Julian  IP-2.  THOMAS  JEFFERSON  INDIAN  PEACE  MEDAL.  102  mm. 

Silver.  Extremely  fine  with  original  suspension  loop.  Two 
silver  shells  joined  together. 

Julian  IP-7.  JAMES  MADISON  INDIAN  PEACE  MEDAL.  51  mm.  Silver. 
Very  fine. 

Julian  IP-9.  JAMES  MONROE  INDIAN  PEACE  MEDAL.  62  mm.  Silver. 
Almost  uncirculated.  Holed  with  original  loop. 

Julian  IP-10.  JAMES  MONROE  INDIAN  PEACE  MEDAL.  51  mm.  Silver. 
Fine.  Holed. 

Julian  IP-12.  JOHN  QUINCY  ADAMS  INDIAN  PEACE  MEDAL.  62  mm. 

Silver.  Very  fine.  Holed  with  minor  rim  nicks  and  light 
field  marks. 

Julian  IP-17.  MARTIN  VAN  BUREN  INDIAN  PEACE  MEDAL.  76  mm. 

Silver.  Extremely  fine/Almost  uncirculated.  Holed  with 
original  ring. 

Julian  IP-18.  MARTIN  VAN  BUREN  INDIAN  PEACE  MEDAL.  62  mm. 

Silver.  Extremely  fine/Almost  uncirculated.  Holed  with 
original  ring. 

Julian  IP-22.  JOHN  TYLER  INDIAN  PEACE  MEDAL.  62  mm.  Silver. 

Very  f ine/Extremely  fine.  Holed  with  original  ring.  Minor 
rim  dents. 

Julian  IP-23.  JOHN  TYLER  INDIAN  PEACE  MEDAL.  51  mm.  Silver. 
Almost  uncirculated.  Holed. 

Julian  IP-25.  JAMES  K.  POLK  INDIAN  PEACE  MEDAL.  62  mm. 

Silver.  Fine.  Holed  and  suspended  by  a  nickel  shield-shaped 
devince  attached  to  the  original  ring.  The  shield  is  engraved 
with  three  stars  and  crossed  arrows. 

Julian  IP-34.  JAMES  BUCHANAN  INDIAN  PEACE  MEDAL.  76  mm.  Silver. 
Fine/Very  fine.  Holed.  Large  rim  nick  at  3:30  position  on  the 
obverse.  Several  other  minor  rim  bruises. 

Julian  IP-38.  ABRAHAM  LINCOLN  INDIAN  PEACE  MEDAL.  76  mm.  Silver. 
Almost  uncirculated  with  proof-like  fields.  Holed  with  original 
ring. 

Julian  IP-40.  ANDREW  JOHNSON  INDIAN  PEACE  MEDAL.  76  mm.  Silver. 
Extremely  fine.  Small  rim  nicks.  Original  hanger. 

Julian  IP-41.  ANDREW  JOHNSON  INDIAN  PEACE  MEDAL.  62  mm.  Silver. 
Extremely  fine.  Small  rim  nicks.  Original  hanger. 


Inventory  of  Indian  Peace  Medals 


2. 


8336 

8337 

8338 

8339 

8340 

8341 

8342 


8343 

8344 

8345 

8346 

8347 

8348 

8349 

8350 

8351 

8352 


Julian  IP-48 ,  BENJAMIN  HARRISON  INDIAN  PEACE  MEDAL,  76  mm. 
Silver.  Extremely  fine.  Holed.  Hand  engraved,  BEAR  BOW/ 
CHEYENNE  CHIEF/7-1-96. 

Julian  IP-53.  WASHINGTON  SEASON  MEDAL  -  THE  PLOWER.  45  mm. 
Silver  plated  bronze.  Very  fine  with  loop  at  top  removed. 

Jamieson  Fig.  11.  GEORGE  III  INDIAN  PEACE  MEDAL.  2-3/8”. 

Silver.  Very  good/Fine.  Holed.  A  solid  silver  striking 
with  die  crack. 

Jamieson  Fig.  14.  GEORGE  III  INDIAN  PEACE  MEDAL.  3-1/8”. 

Silver.  Very  fine.  Holed. 

Jamieson  Fig.  15.  GEORGE  III  INDIAN  PEACE  MEDAL.  ]-3/8”. 

Silver.  Very  fine.  Holed  with  loop  removed.  At  the  5:30 
position  on  the  obverse  there  is  a  piece  missing  from  the  edge. 

Jamieson  Fig.  24.  GEORGE  III  INDIAN  PEACE  MEDAL.  3”.  Silver. 
Extremely  fine.  Holed  with  original  hanger. 

Prucha  64.  IMITATION  GEORGE  WASHINGTON  PEACE  MEDAL.  64  mm. 
Bronze.  Extremely  fine.  Bead  necklace  attached.  An  unofficial 
medal  distributed  widely  among  the  Indians  in  the  late  nineteenth 
century. 

Julian  IP-49.  GEORGE  II  INDIAN  PEACE  MEDAL.  44  mm.  Bronze. 
Struck  from  the  original  die  with  a  plain  edge  before  the  die 
broke . 


LAFAYETTE  MEDAL.  "The  Defender  of  American  Freedom”.  Silver. 
Almost  uncirculated.  Holed  at  the  top. 

Modern  bronze  striking  of  Indian  Peace  Medals  JOHN  TYLER. 

Modern  bronze  striking  of  Indian  Peace  Medals  ZACHARY  TAYLOR. 

Modern  bronze  striking  of  Indian  Peace  Medals  JOHN  QUINCY  ADAMS 

Modern  bronze  striking  of  Indian  Peace  Medals  FRANKLIN  PIERCE. 

Modern  bronze  striking  of  Indian  Peace  Medals  ANDREW  JOHNSON. 


Silver  medal  of  CHARLES  III.  Very  fine.  Holed. 

Jubilee  medal  in  honor  of  the  Peace  of  1814  with  a  bust  left  of 
GEORGE  PRINCE  OF  WALES,  REGENT.  Gilt  bronze.  Extremely  fine. 

PAPAL  MEDAL.  Bust  of  Pius  IX.  60  mm.  Oxidized  white  metal. 
Extremely  fine  with  loop  attached  at  top.  Bust  left  of  the  Pope 


